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3.125 (a) 

FACILmES, GENERAL 

In some the lafger perts''exhit>its. the enclosure fence line consists of a oorKrete wall 4 to 3 feel in height, coveced by 
gynnite, topped iritti chaini link attached 1 q slanctiipns. There ere several small sfees (given ttie amount of enclosure 
tenoe pfosenl] wboro Itte substrate (bolt) gunmito and dirt) below Itu axisting chain link laoce has boon erodod away 
(t?y najyral and animal causes). In some areas tbe gunnite has chipped away frofo tbe supporting concrete, creating 
cracks and large pieces cF debris. 

‘In ihe iruck pass through belween the Arabian Ory)!; pen to Ibe white lipped deer enckisure, as you are looking up 
from lha rcad>'lowar enctosure ience o1 the Arabian Oryx pen. there is an area wliera lha arostsn under the ience has 
been filled wilh tree trunks, lence posts and rtxAs, creating a hazardous area, 

'In iba Held exhibils, ohickan wire has bean attaobad an iba extarior of lha lanoa line as pradator wira. and ig anasJly 
buried, Erosion and animal activity has exposed chickeri wire in some areas, covering the gap t?etween the concrete 
well arid (he chain link. Chicken wire materiel is^ npc( apprapriete and pt sulFicienl strength tg pf Event entry pt emelH 
noncollactrdvi animals Into the onefosut^. Spoclllc ayaas Indudad: 

hJorth Alrica; narih(WBa.1 teiice line between Ncrth Atrice and East Africa exhtiil. One small area has been temporarily 
patched wilh an additional saclion of chain Irnk fencing, and Ihe permanent repair needs to bo structurally scurrd. 
Areas noi yet repaired are present. In Front ol this lence line, a PVC pipe is visible in a crevasse created by erosion. 

Asian plains exhibit; north side fence facing the white lipped deer and the Przewalski's horse exhibits 

Faejiilias must ba siruolu rally sound, conslrucled wilh inalarial that is an appropriate slionglh for the animals involvedi 
aixJ shall be maintained in good repair 
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3.127 (c) 

FACILITIES. OUTDOOR, 

In me North Alrican field er»cloaure, housing Annoli, scimitar hotned or>)( and other compatible species^ there is a 
$mell area under a girove o1 treee rwqr the enrtry gate that ie, pereietentl/ wal, resuHing in eome stending Vkiater enrj an 
area of green ^agatatron growth. This area of OKcese waler has rosulled In perslslant runofl down the adjacent slopo 
ar»d there are mutti|:4e deep crevasses and one area where the ground is ixi longer solid and has collapsed creating a 
hole. The deep Crevasses arKt hole may p[>£e a hazard id an animal amJ have the pnlenlial tar injury. 

Correction date 15 March, £i016 


3.127 I'd) 

FACILITIES. OUTDOOR, 

On me outer service road headmg to hillside holding, the effective height of me perimeter lence for the hillside holding 
pena ia r^lecreBsed by the accuimulalidn of dirt into e harm al mnltipte areas along [he fanoa line. Tbare arc alao £-3 
areas whera Ihe fence peels have been damaged., er Ihe chain link ha^ been damaged, causing a small hole. The 
effeclive height of me perimeter lence must be at least & leel high and maintained in good repair. 

Correction date 15 March M 1 6 

3.131 (c) 

SAMITATIOM, 

In me main commissarv. the liie that creates the baseboard has broken oti in Ihree different places, exposing the wall 
to WBter us^rl in olepning srirl roaijiting in ^n ^r^Q |h^[ pen ngt bs etteotrvety cloandtt. Thg jung[ipn [?t [ho wall ortd |f>B 
baseboard is paelmg away and soparahng m Iwo comer areas. The kllchen was Inspected In Ihe middle of 
scrubbing, and water was pooling in several areas that had a dark buildup on the [ile ar>d groul ol the ffcor. The 
broken areas ol tile are not maintained in good repair anrl iha inabilily in ohootivaly ctaan Ihe main kilohar does nol 
facilitate the preserved husbandry practices. 

Correclion dale 15 March, 2016 
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